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Thank you for purchasing an Xtasy Graphics Accelerator by VisionTek. 
We hope that you enjoy our product. 




I. Preparing Your Computer 

Preventing Electrostatic Discharge Damage 
STATIC WARNING! 

Before installing a 3D graphics accelerator, read the following instructions to prevent electrostatic discharge 
(ESD) damage to the equipment. ESD is a discharge of stored static electricity that can damage equipment 
and impair electrical circuitry. It occurs when electronic components are improperly handled and can result 
in complete or intermittent failures. 

• Before opening the chassis ensure that power to the computer system is OFF and that the power cord is 
disconnected. 

• Always use an ESD preventive wrist or heel strap and ensure that it makes good skin contact. 

•Avoid contact between equipment and clothing. The wrist or heel strap only protects the equipment from 
ESD voltage on the body; ESD voltage on clothing can still cause damage. 

• Handle the graphics card by the edges only; avoid touching the components, traces, or any connector pins. 

• Do not remove the wrist or heel strap until the installation is complete. 

VisionTek assumes no liability for any damage (caused directly or indirectly) by improper installation of any 
components by unauthorized service personnel. If you do not feel comfortable performing the installation, 
consult a qualified computer technician. Damage to system components, the accelerator card, and/or 
personal injury may result if power is applied during installation. 

II. Installation Steps 

Now that you have prepared your computer, you are ready to install your graphics accelerator card: 

1 . Power must be off to the computer and monitor. Disconnect the display power cord as well as the monitor 
cable from the back of your computer, 

2. Remove the computer cover. If necessary, consult your computer manual. 

3. Remove any existing graphics card from your computer. If your computer has any on-board graphics 
capability, you may need to disable it on the motherboard. For more information, see your computer 
documentation or contact your computer/motherboard manufacturer. 

4. If necessary, remove the metal cover from the empty expansion slot that you select (AGP cards must use 
the AGP slot). Align your new VisionTek card with the expansion slot, and press it in firmly until the card is 
fully seated. 

5. Use the slot cover screw to fasten the card in place, and replace the computer cover. 

6. Plug the display cable into your card, and reconnect the power cord. Power on your system. 

7. After the computer boots, each supported version of Windows will attempt to install the new hardware 
automatically. When you see a dialog box like this in Windows Me/XP/2000, click Cancel to close the 
Found New Hardware Wizard and proceed to step 8. For Windows 98 users (Xtasy 9100 products only), 
you will need to complete the following before moving on to step 8. 



Found New Hardware Wizard 




Welcome to the Found New 
Hardware Wizard 




This wizard helps you install software for: 




Video Controller (VGA Compatible) 




{TO If your hardware came with an installation CD 
■-ZjgZ& or floppy disk, insert it now. 




What do you want the wizard to do? 




install the software m i dl'.lF- nun nded| 
0 Install from a list or specific location (Advanced) 




Click Next to continue. 


Next > Cancel 



Windows 98 users only: Some Windows 98 users may need to install the Standard PCI Graphics Adapter 
one or two times prior to installing the drivers for your new graphics card depending on the model of the 
video card and your system configuration. To do these you will need to follow this process: 
a. When prompted to install the Standard PCI Graphics Adapter, click Next 



Add New Hardware Wizard 




This wizard searches for new drivers for: 
Standard PCI Graphics Adapter (VGA] 



A device driver is a software program (hat makes a 
hardware device work. 



< Back 


Nent> 


Cancel | 









b. Choose Search for the best driver for your device and click Next 



Add New Hardware Wizard 




What do you want Windows to do? 
(* 



Search for the best driver for your device. 
(R ecomrnended). 



C Display a list of all the drivers in a specific 
location, so you car select the driver you want. 




< Back 



Newt > 



Cancel 



c. Uncheck all of the search locations and click Next 




izaid 




Window will search for new drivers in its driver database 
on your hard drive, and in any of the following selected 
locations. Click Next to start the search. 

I - ;Floppj,i disk drives 



r CD-ROM drive 
I - Microsoft Windows Update 
I - Specify a location: 



g:\WIN98V\BJ17462 



Browse.. 



< Back 



Next > 



Cancel 



d. After Windows finds the driver to install click Next. 



Add New Hardware Wizard 




Windows driver file search for the device: 



Standard PCI Graphics Adapter (VGA) 



Windows is now ready to install the best driver for this 
device. Click Back to select a different driver, or click Next 
to continue. 

Location of driver: 

CAWINDOWSMNRMSDISP.INF 



< Back 



Rent > 



Cancel 




e. Click Finish and restart the computer when prompted. After the computer restarts, proceed to 
step 8. 



Add New Hardware Wizard 




■J 



Standard PCI Graphics Adapter 



Windows has finished installing the software that _your new 
hardware device requires. 




< Back 


Finish | 







8. Insert the Xtasy Driver Installation CD. It should run automatically but if it does not, you can start the 
driver installation program by going to My Computer, double-clicking on the CD Drive that contains the 
Xtasy CD, and double-clicking on Autorun, with the Visiontek logo as its icon. The installation program is 
running when you see a window that looks like this: 



V VisionTek Installation CD 



VisionTek Xtasy Graphics Accelerator 

ATI Graphics Drivers 



Install 



Xtasy Documentation 

view Installation Guide / Manual 



View 



View 



View 



HYDRAVISION 3.2 Guide 
Power Connector Guide 
Frequently Asked Questions 




Register your Xtasy 



Exit 



ati Demos Test the performance of your new card! 



From this Window you can install the video card drivers, view the card's documentation, install the demos, or 
register your video card. 

To install the video card, click on Install and you will see this screen: 




9. Click Next to start the installation and when prompted with the License Agreement, click Yes. 



ATI Software 



License Agreement 

Please read the following license agreement carefully. 




Press the PAGE DOWN key to see the rest of the agreement. 



£nd User License Agreement 

PLEASE READ THIS LICENSE CAREFULLY BEFORE USING THE SOFTWARE. BY 
INSTALLING OR USING THE SOFTWARE, YOU ARE AGREEING TO BE BOUND BY 
THE TERMS OF THIS LICENSE. IF YOU DO NOT AGREE TO THE TERMS OF THIS 
LICENSE, PROMPTLY RETURN THE SOFTWARE TO THE PLACE WHERE YOU 
OBTAINED IT AND YOUR MONEY WILL BE REFUNDED. 



1 . License. The software accompanying this License (hereinafter "Software"], regardless 
of the media on which it is distributed, are licensed to you by ATI Technologies, Inc. for v 

Do you accept all the terms of the preceding License Agreement? If you choose No, the 
setup will close. To install ATI Software, you must accept this agreement. 



InstallShield - 



< Back 



Yes 



No 



10. Click on Express, to install each of the items that are on the CD. This includes the Display Driver, the 
ATI Control Panel, Hydravision, and DirectX 9.0. If you do not want to install any of these, choose Custom 
and deselect any of the programs that you do not want to install. 



ATI Software [x] 



Select Components 

Select the component you want to install. 



Please select the component that you want to install. 




Express: Recommended 



Custom: For advanced users and system administrators 




InstallShield ■ 



< Back 



Cancel 



Note: If you should receive a warning stating that the driver is not digitally signed, choose to Continue 
Anyway and proceed with the installation and after completion download the "WHQL Certified" drivers from 
www.visiontek.com. 



Hardware Installation 



The software you are installing for this hardware: 



RADEON 91 00 SERIES 



has not passed Windows Logo testing to verify its compatibility 
with Windows XP. f T ell rne why this testing is important. ) 

Continuing your installation of this software may impair 
or destabilize the correct operation of your system 
either immediately or in the future. Microsoft strongly 
recommends that you stop this installation now and 
contact the hardware vendor for software that has 
passed Windows Logo testing. 



Continue Anyway 



STOP Installation 



1 1 . After the driver installation program has finished, restart your computer when prompted. After restarting, 
the drivers for your new video card will be installed. 

Important! Verify Interrupt Assignment After Installing Drivers 

Your new Visionfek graphics board needs a correct IRQ assignment for proper operation. Verify that your 
new card is assigned to IRQ 1 0 or 1 1 . 

In Windows 98/Me: 

1. On your PC's desktop, right click on 'My Computer'. 

2. Click 'Properties'. 

3. Click 'Device Manager'. 

4. Click 'View' and 'Resources by Type'. 

5. Ensure that your new card is assigned to IRQ 10 or 1 1. If it is not, refer to your motherboard manual or 
system manufacturer for help in reassigning IRQ #'s. VisionTek graphics accelerators should not share an 
IRQ with another device EXCEPT - 'IRQ holder for PCI steering', or 'ACPI IRQ holder for PCI steering' 

In Windows XP/2000: 

1. On your PC's desktop, right click on 'My Computer'. 

2. Click 'Properties'. 

3. Click 'Hardware'. 

3. Click 'Device Manager'. 

4. Click 'View' and 'Resources by Type'. 

5. Ensure that your new card is assigned to IRQ 10 or 1 1. If it is not, refer to your motherboard manual or 
system manufacturer for help in reassigning IRQ #'s. VisionTek graphics accelerators should not share an 
IRQ with another device EXCEPT - 'IRQ holder for PCI steering', or 'ACPI IRQ holder for PCI steering' 

No supported version of Windows allows the changing of IRQ's in Windows. If your computer has assigned 
the video card to an IRQ other than 10 or 1 1 or if there are devices sharing the IRQ that has been assigned 
to the video card, you will need to change on or more IRQ's to ensure that the Xtasy video card is assigned 
IRQ 10 or 1 1 and is not sharing. As each motherboard is different, you will need to contact your computer or 
motherboard manufacturer for instructions on how to do this. 



Feature Guide 
Multiple Displays 

Your Xtasy graphics card is capable displaying to multiple monitors in certain configurations. The Xtasy 
9100 cards will display to an analog (VGA) monitor and a Digital Flat Panel Monitor via the DVI-D 
connection. The Xtasy 9500 Pro and 9800 Pro cards support the following output options: analog monitor, 
digital flat panel monitor, television, and a second analog monitor with a DVI-I to VGA adapter. These 
outputs can be used in any combination of two. (Note: a DVI-VGA adapter will not work with the Xtasy 91 00 
based graphics cards). 

To enable extended desktop Mode, right-click on the desktop and choose Properties, click on the 
Settings tab 



Display Properties @® 



Themes Desktop Screen Saver Appearance Settings 



Drag the monitor icons to match the physical arrangement of your monitors. 




1 1. [Mu ltiple Monitors) on RADEON 91 00 SERIES v 

Screen resolution -Color quality 

Less More | Highest [32 bil] v| 



1 024 by 7G8 pixels ■ H 

Use this device as the primary monitor. 
E Extend my Windows desktop onto this monitor. 



Identify | | Troubleshoot... | | Advanced 



OK Cancel ] 



Click on monitor "2" and choose Extend my Windows desktop onto this monitor. Click OK or Apply to 

save the changes. You can also reposition the monitors here by dragging one of the monitors to match your 
desktop configuration. 



Display Properties 



Themes Desktop Screen Saver Appearance Settings 



Drag the monitor icons to match the physical arrangement of your monitors. 




Display; 



2. Default Monitor on RADEON 9100 SERIES 



Screen resolution 
Less _*1 



Color quality 



Highest (32 bit) 



1024 by 763 pixels 



Use this device as the primary monitor. 
0 Extend my Windows desktop onto this monitor. 



identify 



OK. 



Cancel 



Apply 



To make adjustments to the monitor after accessing the Display Properties click Advanced to bring up the 
Advanced Properties for the video card and choose the Displays tab. This will show each of the types of 
output devices that are being utilized. 



(Multiple Monitors) and RADEON 9100 SERIES Properties \7_\\X\ 



E3 Optic 



El Over lay EJ SMART GAR T[tm) 



General I Adapter || Monitor | | Troubleshoot || Color Management 
E3 Displays | E3 Color || E3 OpenGL || E3 Direct3D 



Hotkey : |None 



_z\ | Save ~j 
Delete 



Monitor 




II 














£PD 


a 


1024x768 
NTSCM 

m 


I i^*J I 1024x768 
I "J: 60 Hz 



Cancel 



Help 



Adjustments can be made to the default settings by clicking on the device to be changed. For example: 



Monitor Properties 



Attributes Adjustments Advanced 




Monitor Attributes 

^^'\ U se DD C information 

Maximum Resolution 



DDC Information 

DDC : Supported 
Display Name: NEC A700 

Man. Reported Resolution 
1280x1024 

Max. Reported Refresh Rate 
120 Hz 



DirectX Override Refresh Rate 



Maximum Refresh 
1 2048x1 536 3 |l20 Hz 

OK Cancel 1 



~3 



Help 



Or, in the case of a digital monitor: 




Panel Attributes 



Scale image to panel size 



□ K | | Cancel | Help | 



Color 

The Color tab can be used to adjust color settings and desktop brightness. You can set the values to default 
by clicking on the Default button. 



(Multiple Monitors) and RADEON 9100 SERIES Properties \7_\\ Xj 



E3 Op t ions E3 Over lay E3 SMART GAR T(trn) 

General || Ad apter Monitor Troubleshoot Color Management 
E3 Displays | E3 Color j E3 OpenGL || E3 Direct3D 




| Game Gamma J | Defaults" 



OK Cancel | Help | 




You can also access the Game Gamma menu from this tab by clicking on the Game Gamma button. This 
allows you to increase or decrease the color brightness of full-screen games. 



Game Gamma Properties 



Game Gamma 




Defaults 



□ K Cancel 



Options 

The Options tab displays driver version and other general information and options including the ability to 
remove the ATI icon from the system tray. This also provides details about the hardware specifications. 



(Multiple Monitors) and RADEON 9100 SERIES Properties \7_\\X\ 



General || Adapter || Monitor | | Troubleshoot || Color Management 
E3 Displa ys II E3 Color || E3 OpenGL || E3 Direct3D 
E3 Options E3 Overlay E3 SMART GAR T[tm| 



Version Information 




CATALYST Version 


03.0 


2D Version 


6.14.01.6255 


Packaging Version 


7. SI -021 21 Sa-0071 92C-AT 1 


EI 'CaTSIVTST' 


|i Details \ 





^7 Re-activate all warning messages 
^y' Enable ATI taskbar icon application 
Show ATI icon on taskbar 
Disable quick resolution feature 
Reduce DVI frequency on high-resolution displays 



OK | [ Cancel ] 



Overlay 

Video overlay controls are automatically enabled during playback of any video file type that supports overlay 
adjustments. 



Overlay Warning 



The overlay controls are automatically activated during playback 
of any video file type that supports overlay adjustments. 



Don't display this- message again 



The adjustments that can be made are: Brightness, Contrast, Saturation, Hue, and Gamma. You can also 
reset to default from this tab by clicking the Defaults button. 



(Multiple Monitors) and RADEON 9100 SERIES Properties \7_\\ Xj 



General f Adapter || Monitor | | Troubleshoot || Color Management 
S3 Displays E3 Color E3 Open GL || E3 Direct3D 

S3 Options [ G53 Overlay E3 SMART GA R Tftrn) 



Overlay Adjustments 

Values 



Brightness 

Contrast 

Saturation 

Hue 

Gamma 




I - Theater Mode 



[ OK ] | Cancel | 



Direct 3D 

This tab will allow you to adjust the settings for Direct 3D games. Under Main Settings, you can adjust 
overall game performance/quality by adjusting the slider from Performance to Balanced to Quality. 



You can also choose to set the values to their defaults by selecting the Defaults button. 

The items under Compatibility Settings should generally be left at their default values unless there is a 
specific need to change one of these settings. 



(Multiple Monitors) and RADEON 9100 SERIES Properties 



E3 Uptiu 



EB Over lay E3 SMART GAR T[trn 



General || Adaptei || Monitor | | Troubleshoot || Color Management 



M Displays || M Color || M OpenGL | M Direct3D 
Main Settings 



Direct3D 



Balanced Quality -> ■— _ , _ . 

I Custom Settings 



Custom Settings 

Anisotropic Filtering 

|-? Application 
Preference 



Samples: 



K « K 1K 



SMOOTHVISION(tm) 

Application 
Preference 



C Performance (• Quality 

[»r i 



Maximum Resolution: 1280*1024 



a J( « K G( 



Preference: High Quality 



Mipmap Detail Level: [High Quality 



Application 

Wart for Vertical Sync: Preference 



<- Performance I Quality -> 

J 

<- Performance I Quality -> 



Application 
Preference 



Compatibility Settings... j | Defaults J 



Apply 



Help 



By checking the Custom Settings box, you can adjust the settings on this tab individually. For each of 
these items, moving the sliders to the right will generally result in higher picture quality while adjusting to the 
left will maximize performance. The following table provides a description of each of the items on this tab. 



Anisotropic 
Filtering 


Uses texture filtering that 
blends multiple texture 
samples. For the highest 
image quality, increase the 
number of samples taken. 


SmoothVision ™ 


SmoothVision ™ (Anti- 
Aliasing improves image 
quality by removing jagged 
edges from 3D images. 
Increasing the number of 
samples will provide the 
most realistic 3D images, 
while decreasing the 
number of samples will 
provide maximum 
performance. 


Texture 
Preference 


Determines whether to use 
high quality or high 
performance textures. 



Mipmap Detail 


Allows you to choose the 
texture quality of the base 
mipmap used in 3D 
applications. 


Wait for Vertical 
Sync 


Selecting Always Off 
allows 3D applications to 
run at the highest possible 
framerates. 



OpenGL 

This tab will allow you to adjust the settings for OpenGL games. Under Main Settings, you can adjust 
overall game performance/quality by adjusting the slider from Performance to Balanced to Quality. 

You can also choose to set the values to their defaults by selecting the Defaults button. 

The items under Compatibility Settings should generally be left at their default values unless there is a 
specific need to change one of these settings. 



(Multiple Monitors) and RADEON 9100 SERIES Properties 



E3 Options E3 Overlay E3 SMART GAR T(tm] 


General || Adapter || Monitor 


I Troubleshoot || Color Management 


EB Displays |[ EH] Color 


E3 OpenGL | E3 Direct3D 



Main Settings 



enGL 



Balanced Quality -> 

I Custom Settings 



Custom Settings 

-Anisotropic Filtering 

Application 
Preference 



Samples: 

m 



V. 4X EK 1EX 



SMOOTHVISION(lm) 
17 Disabled 



Samples: C Performance f* Quality 

f^< J ' 

Maximum Resolution: 3X 4X 5^ 



Texture Preference: 



Quality 



<- Performance I Quality -> 

Mipmap Detail Level: I High Quality 



Wait for Vertical Sync: 
TRUFORM: 



- Performance I Quality ■ 

J 



Application 
Preference 



[ Compati bility Settings... j | Defaults J 



Cancel 



Help 



By checking the Custom Settings box, you can adjust the settings on this tab individually. For each of 
these items, moving the sliders to the right will generally result in higher picture quality while adjusting to the 
left will maximize performance. The following table provides a description of each of the items on this tab. 
Note that these settings are identical to those on the Direct 3D tab. 



Anisotropic 
Filtering 


Uses texture filtering that 
blends multiple texture 
samples. For the highest 
image quality, increase the 
number of samples taken. 


SmoothVision ™ 


SmoothVision ™ (Anti- 
Aliasing improves image 
quality by removing jagged 
edges from 3D images. 
Increasing the number of 
samples will provide the 
most realistic 3D images, 
while decreasing the 
number of samples will 
provide maximum 
performance. 


Texture 
Preference 


Determines whether to use 
high quality or high 
performance textures. 


Mipmap Detail 


Allows you to choose the 
texture quality of the base 
mipmap used in 3D 
applications. 


Wait for Vertical 
Sync 


Selecting Always Off 
allows 3D applications to 
run at the highest possible 
framerates. 



TV-Out 

On cards equipped with a TV-Out connector, you will be able to connect your television to the video card 
with an s-video cable (not included in packaging). To enable the TV, see the Multiple Displays section of 
the manual. After the television is enabled you can make adjustments to the display by choosing the 
Display Tab in the Advanced display properties and clicking on TV. 



TV Properties 00 



Attributes Adjustments Advanced Format] 

V (S-Video) 

Max. Supported Resolution 
1024x768 

Man. Supported Refresh Rate 
GO Hz 



TV Attributes 




Contrast Min 




Color Saturation Min 






Defaults J 



□ K J | Cancel | Help 




Some models are accompanied by an s-video to RCA adapter which will allow you to convert the s-video 
signal for use with televisions that feature a composite input. 



Hydravision 

For a complete description of Hydravision, view the Hydravision 3.2 Guide from the CD main CD menu. 
Demos 

To install the demos, click on ATI Demos to bring up the following menu: 



V ATI Demos 



VisionTek Xtasy Graphics Accelerator 




Please choose your card: 



Preview: 




Back 



Choose the video card that you purchased to view the demos for your graphics card and select Install to 
install any/all of the demos. 



Again, thank you for purchasing this Xtasy graphics accelerator. If you are in need of Technical Support, 
please call our Technical Support hotline, toll-free at 1-866-VTEK-41 1 or 1-866-883-541 1 . 



Don't forget to register your purchase. To register, visit http://reqistration.visiontek.com 



